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PLANT- QUARANTINE  IMPORT  RESTRICTIONS 
OF 
IRAN  (PERSIA) 


Disinfection  Certificate  Required 
For  Flower  Bulbs  and  Ornamentals 

Note  Verbale  No,  53755/4544  of  March  18,  1939,  from  the 
Division  of  Economics,  Ministry  of  Foreign  Affairs,  Teheran, 
Iran,  to  the  American  Legation,  states  that  flower  bulbs  recently 
imported  from  certain  countries,  although  provided  with  phy to  sani- 
tary certificates,  have  been  infested  with  pests,  such  as 
nematodes  (Anguillulidae)  and  mites  (Acarida). 

Hereafter,  flower  bulbs  and  ornamental  plants  must  be  ac- 
companied by  a  disinfection  certificate  for  entry  into  Iran.   Othc: 
wise  an  entry  permit  will  not  be  granted. 


Chief,  Bureau  of  Entomology  and  Plant  Quarantine. 
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